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LisA 1396-63 
27 March 1983 


-HMORANDUM FCR: Chief, Materiel Division, CsA 25X11 
TE YECT : Frocurement of spare Parts f 
HINCOM Duping Equipment af | 
25X11 


1. it is requested that the following sp: 
for the MINCCGM duping equipment be supplied to 
1 aa. Bias Module, Unit No. #433 
2. the bias oscillator is a major part of the 
recording system, but was inadvertently omitted from the 


list of spare parts supplied with the system. 
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“hiet; taff, 
UNA DD/ RK 


itistribution: 
iriginal - Addressee 
1 —~ COMMO L=2 
1 - Chrono 


SA/COMMO, 
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